MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 

Section:  21  Township:  10  North  Range:  1  West  Corner  ID:  Wash  K- 13 

Monument  Description  &  Remarks:  3/4"  Pinched  Iron  Pipe  1ft  above  ground.  Survey  Sign 
4.5ft  above  ground  at  pt.  (C).  Fence  post  4.5ft  above  ground  and  3/4"  PVC  Pipe  10ft  above 
ground  on  west  side  of  monument. 

References  On  File:  Bledsoe  Tapp  &  Co.,  Inc.  survey,  Robert  E.  Yocum,  Jr,  &  Paula 
Yocum  (1993);  Bynum  Fanyo  &  Associates,  Inc.  survey,  The  Lakes  at  Vineyard  Reserve 
(2006),  on  file  in  Surveyor  Office. 


RECOVERY  TIE  DRAWING 
Field  Book  36  Page  No.  14 


A  -  3/4"  pinched  iron  pipe 

B  -  S  75°  W  30.55'  to  MAG  nail 
in  24"  Beech  tree 

C  -  N  19°  W  19.90'  to  MAG  nail 
in  Survey  Sign  on  12"  Maple  tree 

D  -  S  41°  E  13.50  to  MAG  nail 
in  1 9"  Pignut  Hickory 
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I,  Kevin  P.  Enright,  Monroe  County  Surveyor-;'1  hereby  ceitif)%hat  this  document  was  prepared  under  my 
direction  in  accordance  with  the  provisions  of  36-2V1  Jtl  1  of  the  Indiana  Code;  and  the  above  data 

is  given  under  my  hand  and  seal  this  1 7th|dat  WTOtK7zf(Cfe| 


Administered  by  the  Monroe  County  Surveyor  Review  Board 
Date:  Djg. ' 
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Drawn  by:  T.E.R  Print  date:  December  04,  2006 


